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The Cleveland Museum of Art is one of the great Institutions of the 
world. A 10 million dollar new wing containing the most modem facilities 
available for exhibition galleries, classrooms and offices was opened in the 
spring of 1958. On exhibition are priceless paintings, sculpture, furniture, 
silver, prints and drawings from most periods in the history of art. It 
maintains an extensive educational program for adults and children. 
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